168      PREPARATION   AND   USES   OF   WHITE   ZINC   PAINTS
to elaborate regulations in factories, workshops, and
sheds, where the manufacture and handling- of lead and
its derivatives are carried on. The Commission was
nominated. It elaborated a whole programme of instruc-
tions and precautions, which " was adopted by the Council
in its session of 23rd December,'1 iSSr. As regards paint,
the following are the prescriptions of the Conseil d'Hygiene
et de Salubrite :
"Workshops and sheds must be well ventilated and
widely open, everywhere where dust may arise, from
grinding, rubbing clown, and burning of paints and
plumbiferous paints. The apertures should be left wide
open on every occasion that white lead paints are
applied on walls and furniture, so long as they are not
dry. Sifting or sieving, shifting, mixing of paints should
not be done in the spot where the workmen usually
stay. All the parts of the workshop must be washed
(swilled) with water each time that poisonous dust
arises and is deposited on the walls, the woodwork, and
the furniture. The master painter, or in his absence the
foreman of the workshop, is held responsible for seeing
that these precautions are observed, and of satisfying
himself that the workmen before going to take their
meals put off their working blouses and wash themselves.
Hand-grinding of dry white lead can only be entirely
disapproved of, and its admixture with oil by means of
the muller. This practice is the cause of a great number
of cases of poisoning. It is much preferable, in order to
mix white lead with different pigments, to take that which
has been previously mixed with oil in factories."
This regulation, proposed by the: Conseil d'Hygiene in